Executive & Council 


1 



a|b|c|d| e I F |g|h|i| j |k|m|n| o |q|r|s|t|u|v|w|x|y|z|aa|ab|ac 

2 

3 

Sub Directorate Municipal National objective / Programme KPI Name Capital KPI Strategic/ KPI Definition Wards Programme Baseline Target Unit/ Target 31-Jul-09 31-Aug-09 30-Sep-09 31-Oct-09 30-Nov-09 31-Dec-09 31-Jan-lO 28-Feb-lO 31-Mar-lO 30-Apr-10 31-May-lO 30-Jun-10 

Number KPA KPA Project Type Operational Driver Calculation Meth. Type Target Target Target Target Target Target Target Target Target Target Target Target 

5 

Capital Projects 

6 

Council 

G&C3.3.1 

GGPP 

GGPP 

Councillor Support 

Vehicle for Councillors 

Al.l 

3 

O 

Vehicle for Councillors 



100% 

% Completed 

% 

0 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

0 

7 

Council 

G&C3.3.1 

MTID 

MTID 

Councillor Support 

Furniture & Equiopment-Ward 
Committes 

A1.2 

3 

O 

Furniture & Equipment-Ward Committes 



100% 

% Completed 

% 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

0 

0 

8 

Operational Performance 

9 

Council 


GGPP 

GGPP 

Public participation and communi 
cation 

Monthly Council Meetings 


2 

O 

Council meetings held 


Speaker 

4 

Quarterly 

# 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

10 

Council 


GGPP 

GGPP 

Public participation and communi 
cation 

Special Council Meetings 


2 

O 

Attendance of meetings at least 80% 


Speaker 

80% 

Ad hoc 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

11 

Council 


GGPP 

GGPP 

Public participation and communi 
cation 

Executive Mayoral Committee 
Meetings 


2 

O 

EMC meetings held 


Mayor 

10 

Monthly 

# 

1 

1 

1 

1 

1 



1 

1 

1 

1 

1 

12 

Council 


GGPP 

GGPP 

Public participation and communi 
cation 

Community meetings 


4 

O 

Community meetings successfully held 


Mayor 

2 

Bi-annually 

# 





1 





1 



13 

Council 


MTID 

MTID 

Municipal Strategy 

Strategic planning session and 
approval of annual municipal 
strategy 


2 

S 

Strategy session attended to determine municipal 
strategies 


Mayor 

1 

Sep 09 

# 



1 










14 

Council 


MTID 

MTID 

Municipal Strategy 

Strategic planning session and 
approval of annual municipal 
strategy 


3 

S 

IDP approved 


Council 

1 

Feb 10 

# 









1 




15 

Council 


MTID 

MTID 

Skills development 

Councillor Trainina olan 


4 

O 

Assessment and drafting of plan 


Speaker 

1 

Apr 10 

# 










1 



16 

Council 


GGPP 

GGPP 

Annual Report 

Reporting of the 2008/09 
performance 


3 

O 

Annual Report approved 


Council 

1 

Mar 10 

# 









1 




17 

Council 


GGPP 

GGPP 

Performance management 

Performance Framework 
adherence 


2 

O 

Performance reviews completed 


Mayor 

4 

Quarterly 

# 



1 



1 






1 

18 

Council 


GGPP 

GGPP 

Performance management 

Performance Framework 
adherence 


3 

O 

MM performance contract approved 


Mayor 

1 

Jul 10 

# 

1 








1 




19 

Council 


GGPP 

GGPP 

Performance management 

SDBIP approval and reviews 


3 

S 

SDBIP approved within 28 days after budget 


Mayor 

1 

JunlO 

# 












1 

20 

Council 


MFVM 

MFVM 

Budget 

Strategic and sustainable 
budgeting 


3 

S 

2010/11 Budget approved before the legislative deadline 


Mayor 

1 

May 10 

# 











1 

1 

21 

Council 


MFVM 

MFVM 

Budget 

Strategic and sustainable 
budgeting 


3 

S 

2008/09 Revised budget approved before the legislative 
deadline 


Mayor 

1 

Jan 10 

# 







1 


1 




22 

Council 


MFVM 

MFVM 

Budget 

Strategic and sustainable 
budgeting 


4 

S 

No of opportunities to grow and diversify revenues and 
value for money expenditure with special focus on resorts 


Council 

1 

May 10 

# 











1 

1 

23 

Council 


MFVM 

MFVM 

Expenditure and revenue 

Effective expenditure and revenue 
management 


2 

O 

Monitoring of revenue and expenditure and decisions on 
remedial steps if necessary 


Mayor 

12 

Monthly 

# 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

24 

Municipal Manager 


MTID 

MTID 

Municipal Strategy 

Strategic planning session and 
approval of annual municipal 
strategy 


1 

S 

Arrange stragegic planning session for management and 
council 


Municipal manager 

1 

Sep 09 

# 



1 










25 

Municipal Manager 


MTID 

MTID 

Municipal Strategy 

Strategic planning session and 
approval of annual municipal 
strategy 


2 

S 

IDP to be aligned with outcomes as stipulated in strategic 
plan 


Municipal manager 

100% 

Oct 09 

% 




100 









26 

Municipal Manager 


MTID 

MTID 

Municipal Strategy 

Strategic planning session and 
approval of annual municipal 
strategy 


4 

S 

Alignment of budget with IDP and strategy 


Municipal manager 

100% 

Mar 10 

% 









100 




27 

Municipal Manager 


GGPP 

GGPP 

Financial Compliance&Good 
Practice 

SDBIP reporting to council 


2 

O 

Timeous reporting to Mayor before due dates 


Municipal manager 

4 

Quarterly reporting 
within required 
timeframe 

# 



1 



1 



1 



1 

28 

Municipal Manager 


GGPP 

GGPP 

Financial Compliance&Good 
Practice 

Implementation of Internal audit 
queries from date of final report 


2 

O 

% of queries addressed within 6 months 


Municipal manager 

80% 

% queries addressed 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

29 

Municipal Manager 


GGPP 

GGPP 

Audit 

Management of external audit 
queries 


2 

O 

Written response to audit queries within 30 days 


Municipal manager 

100% 

% of target achieved 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

30 

Municipal Manager 


GGPP 

GGPP 

Annual Departmental Report 

Submission of Annual Report 
information 


3 

S 

Departmental Report submitted by 20 November 


Municipal manager 

1 

Nov 09 

# 





1 








31 

Municipal Manager 


MTID 

MTID 

Co-ord’ed & eff ive Administration 

Average lapse time between date 
allocated on Collaborater 
document flow system and date 
completed should not exceed 10 
working days 


2 

O 

% within 10 working days 


Municipal manager 

95% 

% within required 
timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

32 

Municipal Manager 


GGPP 

GGPP 

Co-ord’ed & eff'ive Administration 

Updating and implementation of 
Delegation of Powers 


2 

s 

Monitor the updating and implementation of Delegation 
of Powers within 4 months of start of financial year 


Municipal manager 

95% 

% within required 
timeframe 

% 




95 









33 

Municipal Manager 


GGPP 

GGPP 

Legal Compliance 

Resolutions taken by the Executive 
Mayor com ply with legislative 
requirements 


2 

o 

% Support and advice within 2 working days 


Municipal manager 

95% 

% within required 
timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

34 

Municipal Manager 


GGPP 

GGPP 

Legal Compliance 

Advise the Speaker on procedures 
to be followed and investigations 
on any alleged breach of the Code 
of Conduct for Councillors 


2 

o 

% Advice within 2 working days 


Municipal manager 

95% 

% within required 
timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

35 

Municipal Manager 


GGPP 

GGPP 

Communication 

Distribution of municipal 
newsletters 


2 

o 

At least 4 newsletters distributed annually 


Municipal manager 

4 

Quarterly 

# 



1 



1 



1 



1 

36 

Municipal Manager 


GGPP 

GGPP 

Municipal Web page 

Regular updating of municipal web 
page 


2 

o 

Review and update monthly 


Execitive official: 
Strategic Services 

1 

% within required 
timeframe 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

37 

Municipal Manager 


GGPP 

GGPP 

Municipal Performance 

Preparation and submission of 
SDBIP 2009/10 


3 

s 

Submit SDBIP within 28 days after budget approval to 
mayor 


Municipal manager 

1 

28 days after budget 
approval 

# 












1 

38 

Municipal Manager 


GGPP 

GGPP 

Municipal Management 

Liaison with Leadership team on a 
weekly basis 


2 

s 

Meetings with management team per month 


Municipal manager 

95% 

Bi-weekly 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

39 

Municipal Manager 


GGPP 

GGPP 

Municipal Management 

Implementation of Council 
resolutions 


4 

o 

Items implemented within required timeframe 


Municipal manager 

95% 

% within required 
timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

40 

Municipal Manager 


MTID 

MTID 

Budgeting 

Annual municipal budget and 
adjustment estimates 


2 

o 

Annual budget approved and monitoring of 
implementation 


Municipal manager 

100% 

May 

% 









60% 


100% 


41 

Municipal Manager 


MTID 

MTID 

Budgeting 

Annual municipal budget and 
adjustment estimates 


3 

o 

Submit to the mayor a statement of the municipality's 
budget 


Municipal manager 

12 

10 working days after 
month-end 

# 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

42 

Municipal Manager 


GGPP 

GGPP 

Municipal Management 

Policies reviewed 


4 

s 

Number of policies reviewed by Council 


Municipal manager 

4 

1 per quarter 

# 



1 



1 



1 



1 

43 

Municipal Manager 


GGPP 

GGPP 

Municipal Management 

Performance contracts concluded 
with Directors within timeframe 


3 

o 

100% of Directors with performance contracts in place 


Municipal manager 

100% 

Annually by 31 July 

% 

100 












44 

Municipal Manager 


MTID 

MTID 

Human Resources 

Review of macro structure 


4 

s 

Review macro-shucture 


Municioal manager 

1 

Annuallv 

# 


1 












Approved 


.Executive Mayor 25 June 2009 








Sub-Directorate 


IDP Municipal National 
Number KPA KPA 


Objective / Programme 


KPI Name 


Capital Project KPI Strategic / 
Reference Type Operational 


KPI Definition 


Town PlanninE 

Wards Programme Driver Baseline Target Unit /Calculation Meth. 


Target 31-Jui-09 31-Aug-09 30-Sep-09 31-Oct-09 30-NOV-09 31-Dec-09 

Type Target Target Target Target Target Target 


31-Jan-lO 28-Feb-lO 31-Mar-lO 30-Apr-10 31-May-lO 30-Jun-10 
Target Target Target Target Target Target 


Capital Projects 


Planning & Building Control 

G&C3.3.1 

MTID 

MTID 

Effective Land-use and Building 
Management 

Replacement of photocopier 


3 

O 

Replacement of photocopier 

17 

Director: Town Planning & 
Building Control 

100% 

% of project completed 

% 

0 

0 

0 

0 

0 

100 







Planning & Building Control 

G&C3.3.1 

MTID 

MTID 

Effective Land-use and Building 
Management 

Furniture, tools & eguipment 


3 

O 

Furniture, tools & equipment 

17 

Director: Town Planning & 
Building Control 

100% 

% of project completed 

% 

0 

0 

0 

0 

0 

50 






100 

Support Services 

G&C3.3.1 

BSD 

BSD 

Co-ordinated & Effective 

Administration 

New Civic Centre 


3 

O 

New Civic Centre 

17 

Director: Town Planning & 
Building Control 

100% 

% of project completed 

% 

0 

0 

0 

0 

0 

5 

10 

15 

20 

30 

40 

100 


Operational Performance 


Administration 

G&C3.3.1 

GGPP 

GGPP 

Financial Compliance & Good Practice 

Implementation of Internal audit gueries from 
date of final report 


2 

O 

% of queries rectified within 6 months 

17 

Director: Town Planning & 
Building Control 

80% 

% queries rectified 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

Administration 


GGPP 

GGPP 

By-laws and Policies 

Review of by-laws and policies 


4 

O 

% of all policies and by-laws reviewed and 
updated 

17 

Director: Town Planning & 
Building Control 

90% 

% reviewed and updated 

% 



25 



40 



60 



90 

Administration 


MTID 

MTID 

Safety of work environment 

Compliance to safety regulations 


2 

O 

Appointment of departmental safety officer 
and compliance with safety regulations 

17 

Director: Town Planning & 
Building Control 

100% 

% compliance 

% 



100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 

G&C3.3.1 

MFVM 

MFVM 

Procurement 

Ensure proper procurement practices 


4 

O 

No of successful appeals against 

Municipality on the awarding of tenders. 

17 

Director: Town Planning & 
Building Control 

0% 

% of successful appeals 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Administration 

G&C3.3.1 

GGPP 

GGPP 

Municipal Manager Assignments 

Assignments from Municipal Manager 


4 

O 

Assignment implemented within required 
timeframes 

17 

Director: Town Planning & 
Building Control 

100% 

% of assignments addressed 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 

G&C3.3.1 

MTID 

MTID 

Co-ordinated & Effective 

Administration 

Average lapse time between date allocated on 
Collaborator document flow system and date 
completed should not exceed 10 working days 


2 

O 

% within 10 working days 

17 

Director: Town Planning & 
Building Control 

95% 

% within required timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

Administration 

G&C3.3.1 

GGPP 

GGPP 

Departmental Management 

Liaison with Leadership 


2 

S 

Participation in Directors meeting 

17 

Director: Town Planning & 
Building Control 

90% 

% Weekly meetings 

% 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

Administration 

G&C3.3.1 

GGPP 

GGPP 

Departmental Management 

Liaison with Leadership 


2 

S 

Meetings with management team 

17 

Director: Town Planning & 
Building Control 

90% 

% Monthly meetings 

% 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

Administration 

G&C3.3.1 

GGPP 

GGPP 

Departmental Management 

Implementation of Council resolutions 


4 

O 

Documentation processed within 14 days 

17 

Director: Town Planning & 
Building Control 

100% 

% delivered within required 
timeframe 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 

G&C3.3.1 

MTID 

MTID 

Development of Human Resources 

Skills Development 


3 

O 

# of targeted individuals trained 

17 

Director: Town Planning & 
Building Control 

6 

# trained 

# 






2 



2 



2 

Administration 

G&C3.3.1 

MFVM 

MFVM 

Financial Compliance & Good Practice 

Implementation of Internal audit gueries from 
date of final renort 


2 

O 

% of queries rectified within 6 months 

17 

Director: Town Planning & 
Building Control 

80% 

% queries rectified 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

Administration 

G&C3.3.1 

MFVM 

MFVM 

Audit 

Management of external audit gueries 


2 

O 

% of audit queries responded to within 30 
days 

17 

Director: Town Planning & 
Building Control 

100% 

% of target achieved 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 

G&C3.3.1 

GGPP 

GGPP 

Annual Departmental Report 

Submission of Annual Report information 


3 

S 

Departmental Report submitted by 20 
November 2009 

17 

Director: Town Planning & 
Building Control 

100% 

November 2009 

% 





100 








Administration 


MFVM 

MFVM 

Financial Compliance&Good Practice 

Survey of all fixed and loose assets for 
impairment (Idle/obsolete/broken and usedful 
life) 


3 

O 

Annual survey o all Fixed and loose assets 
to determine which assets had became 
idle, broken, replaced, and usefull life of 
assets that will be fully depreciated in next 
financial year. 


Director: Town Planning & 
Building Control 

1 

1 Complete impairment report 

# 


1 











Administration 


MFVM 

MFVM 

Financial Compliance&Good Practice 

Updating of Insurance Portfolio with all new 
capitalised, written-off and redundant assets 


2 

O 

Inform the Treasury Department on a 
monthly basis of all assets that had became 
redundant, was stollen,will be written off and 
replaced. 


Director: Town Planning & 
Building Control 

100% 

% of changes updated on portfolio 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 


MFVM 

MFVM 

Financial Compliance&Good Practice 

Updating annual renewal of Insurance Portfolio 


2 

O 

Variation of Insurance portfolio for 
completeness for all items that must be 
insured, missing items and items to be 
removed from portfolio. (Capital 
program .Auctions, stollen, replaced etc) 


Director: Town Planning & 
Building Control 

1 

1 Complete Portfolio 

# 










1 



Administration 


MFVM 

MFVM 

Financial Compliance&Good Practice 

SDBIP update + Reporting to council, NT, PT 
and IGNITE 


2 

O 

Update of SDBIP on a monthly basis by the 
10th of each month. 


Director: Town Planning & 
Building Control 

100% 

Monthly 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Approval of building plans 


3 

O 

90% of building plans approved/processed 
within 30 days 

17 

Head: Building Control 

90% 

% completed 

% 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Building plans scanned and processed 


3 

o 

100% of building plans scanned and 
processed within 5 days 

17 

Head: Building Control 

100% 

% completed 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Average number of building inspections per 
dav 


2 

o 

Average number of building inspections per 
dav 

17 

Head: Building Control 

7 

% of target achieved 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Building line relaxation approvals 


3 

o 

90% of building line relaxations approved 
within 30 days 

17 

Head: Town Planning 

90% 

% completed 

% 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Zoning certificates issued 


3 

o 

95% of zoning certificates issued within 5 
working days 

17 

Head: Town Planning 

100% 

% completed 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Planning & Building Control 

G&C3.3.1 

BSD 

BSD 

Effective Land-use and Building 
Management 

Land use applications processed 


3 

o 

90% of land use applications processed 
within 120 days 

17 

Head: Town Planning 

90% 

% completed 

% 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 

90 


1 


Approved 


.Executive Mayor 25 June 2009 


Electrical Engineering Serv 


Capitai 31-Jui-09 31-Aua-09 30-Seo-09 31-Oct-09 30-Nov-09 31-Dec-09 31Oan-10 28-Feb-lO 31-Mar-lO 30-Apr-10 31-Mav-lO 30-Jun-10 

_ . IDP Municipai Nationai Objective/ Project KPi Strateqic / _ Target 

Sub-Directorate .. „ KPi Name „ . ., „ r . KPi Definibon Wards Programme Drn/er Baseline Target Unit / CaicuiaUon Meth. 

Number KPA KPA Programme Referen Type OperaUonal Type Target Target Target Target Target Target Target Target Target Target Target Target 

Caoltal Proibcts 

EleciriciiyAdmlnlsirailori 

GaC3.3.1 

MTID 

MTID 

Departmental 

Manaoement 

Furniture, Tools & Equipment 

Fl.l 

3 

O 

Furniture, Tools £ Equipment 

17 

M.Naicker 

100% 

%Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

50 

100 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

EfBcienl Electricity 

Delivery 

Replacement of 30V Battery charger linksde 
substation 

F2.1(a) 

3 

O 

Replacement of 30V Battery charger linksde substation 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

100 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Replacement of 30V Battery charger Santos 
substation 

F2.1(b) 

3 

o 

Replacement of 30V Battery charger Santos suDstation 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Replacement Network H/Bos 

F2.2 

3 

o 

Replacement Network H/Bos 

10 

M.Naicker 

100% 

% Compieted 

% 

0 

10 

35 

60 

85 

100 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

New Network MidOrak 

F2.3 

3 

o 

New Network MidOrak 

5 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

40 

0 

80 

0 

0 

100 

0 

0 

0 

0 

Electricity: nstributimi 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Oudtshoorn Rd/Sun Valley 66kV Substation 
/Phase 21 

F2.4 

3 

o 

Oudtshoorn Rd/Sun Valley 66kV Substation (Phase 2) 

10 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

50 

100 

0 

0 

0 

0 

0 

0 

0 

Electnclty: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Streetliabtina 

StreetllghlsRural Areas Rultersbos 

F2.5 

3 

o 

StreetllqhtsRural Areas Rultersbos 

7 


100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Replacement Network Low Voltage 

F2.6 

3 

o 

Replacement Network Low Voltage 

1 

M.Naicker 

100% 

% Compieted 

% 

0 

50 

0 

0 

0 

0 

0 

0 

100 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Replacement Network Low Voltage 

F2.7 

3 

o 

Replacement Network Low Voltage 

12 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

50 

0 

0 

0 

0 

100 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

Replacement L/V O/H Lines Central Town 

F2.8 

3 

o 

Replacement L/V O/H Lines Central Town 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

20 

0 

40 

60 

0 

0 

80 

0 

100 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

Replacement L/V Network Great Brak/ Green 

F2.9 

3 

o 

Replacement L/V Network Great Brak/ Green haven 

4 

M.Naicker 

100% 

% Compieted 

% 

0 

25 

0 

50 

0 

75 

0 

0 

100 

0 

0 

0 

Electricity: nstributioi 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Heiderand-Ringfeed 

F2.10 

3 

o 

Heiderand-Ringfeed 

6 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

2nd Point of Supply, Glentana/Great Brak area 

F2.11 

3 

o 

2nd Point of Supply,Glentana/Great Brak area 

4£5 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Streetiiabuna 

New Street lights aiono Louis Fourie Road 

F2.12 

3 

o 

New Street llohts aiono Louis Fouhe Road 

10 

M.Naicker 

100% 

% Compieted 

% 

0 

17 

0 

34 

0 

51 

0 

68 

85 

D 

100 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

SuPstation Improvements/Enhancing llkV 
equip.) LInkside S/S 

F2.13 

3 

o 

SuPstation lmprovements(Enhanclng llkV equip.) 
LInkside S/S 

6 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

50 

0 

0 

0 

0 

50 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

SuPstation Impr. (Enhancing llkV equip.) KWA 
S/Sl 

F2.14(a) 

3 

o 

SuDstation Impr. (Enhancing llkV equip.) KWA S/S 1 

1 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

40 

0 

0 

0 

0 

80 

0 

0 

100 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

SuPstation Impr. (Enhancing llkV equip.) KWA 
S/S 2 

F2.14(b) 

3 

o 

SuDstation Impr. (Enhancing llkV equip.) KWA S/S 2 

1 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

50 

0 

0 

70 

0 

0 

100 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

SuPstation Impr. (Enhancing llkV equip.) Little 
Park S/S 

F2. 14(C) 

3 

o 

SuDstation Impr. (Enhancing llkV equip.) Little Park S/S 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

SuPstation Improvements (Enhancing llkV 
equlo.):Kliooer S/S 

F2. 15(a) 

3 

o 

SuDstation Improvements (Enhancing llkV 
equiD.):KliDDer S/S 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Dlstributim 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

Substation Improvements (Enhancing llkV 
equio.):UDDer X S/S 

F2.15(b) 

3 

o 

SuDstation Improvements (Enhancing llkV 
equiD.VUpper X S/S 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

SuPstation Improvements (Enhancing llkV 
equio.):Ext 4 S/S 

F2.15(C) 

3 

o 

SuDstation Improvements (Enhancing llkV equip.):Ext 4 
S/S 

8 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

SuPstation Improvements (Enhancing llkV 
equio.):Hudson RMU 

F2. 15(d) 

3 

o 

SuDstation Improvements (Enhancing llkV 
equiD.VHudson RMU 

8 

M.NaiOker 

100% 

% Compieted 

% 

0 

0 

0 

63 

0 

0 

100 

0 

0 

0 

0 

0 

Electricity: Distribution 

GaC3.3.1 

BSD 

BSD 

Efficient Electncity 

Delivery 

Replacement Compressor CBS 15835 

F2.16 

3 

o 

Replacement Compressor CBS 15835 

17 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Dlstributim 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Replacement Medium Voltage GBRiRing feed 
Southern Cross 

F2.17 

3 

o 

Replacement Medium Voltage GBR:Ring teed Southern 

5 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

BothmaS/S new 20 MVA Transformer 

F2.18 

3 

o 

BothmaS/S new 20 MVA Transformer 

16 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Control Centre 

F2.19 

3 

o 

Control Centre 

16 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Streetiiabtina 

Dana Bay: New Entrance Lights 

F2.20 

3 

o 

Dana Bay: New Entrance Lights 

11 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

D 

50 

100 

0 

0 

0 

D 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Streetiiabtina 

New Sireetllohtino imoaiaRoad 

F2.21 

3 

o 

New Streetllohtlno impaiaRoad 

5 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

50 

100 

0 

D 

0 

0 

0 

0 

0 

D 

Electricity: Distribution 

GaC3.3.1 

MTID 

MTID 

Efficient Electncity 

Delivery 

Replacement (CBS 3696)ot Truck:New 3 Ton 

F2.22 

3 

o 

Replacement (CBS 3696)of Truck:New3 Ton Truck 

17 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

New 66/22/llkV Substation K/Brak Sewerage 

F2.23 

3 

o 

New 66/22/llkV Substation K/Brak Sewerage Farm 

4£5 

P.Harmse 

100% 

% Compieted 

% 

0 

22 

0 

44 

66 

0 

0 

88 

100 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

New 22kV Transmission Line K/Brak Sewerage 
Farm Ph 1&2 

F2.24 

3 

o 

New 22kV Transmission Line K/Brak Sewerage Farm Ph 
1£2 

4£5 

Execitive official: 
Strategic Servces 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Replacement Network Low Voltage 

F2.25 

3 

o 

Replacement Network Low Voltage 

9 

M.Naicker 

100% 

% Compieted 

% 

0 

25 

0 

50 

0 

0 

75 

0 

100 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

New 22/llkV Substation Great Brak 

F2.26 

3 

o 

New 22/llkV Substation Great Brak 

4£5 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

New 66/llkV Substation & Power Line Dana Bay 

F2.27 

3 

o 

New 66/llkV Substation £ Power Line Dana Bay 

11 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

66kV Transmission Line Bothma S/S to Exl.l3 

F2.28 

3 

o 

66kV Transmission Line Bothma S/S to Exl.l3 

1,2,3 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

25 

0 

50 

0 

0 

75 

0 

100 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

New Connealons 

F2.29 

3 

o 

New Connealons 

16 

P.Harmse 

100% 

% Compieted 

% 

9 

17 

25 

33 

41 

50 

58 

66 

74 

82 

90 

100 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

Replacement of outdated Prepaid meters in 
KwaNonqaOa & surroundlnq areas 

F2.30 

3 

o 

Replacement of outdated Prepaid meters in KwaNonqaba 
£ surrounding areas 

1,2, 3, 4, 9, 

12 

P.Harmse 

100% 

% Compieted 

% 

9 

17 

25 

33 

41 

50 

58 

66 

74 

82 

90 

100 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

Replacement of Tap Changer Panels at 66/llkV 
substations 

F2.31 

3 

o 

Replacement of Tap Changer Panels at 66/llkV 
substations 

6,10 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

50 

0 

0 

0 

100 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Upgrade Great Brak River MV Network 

F2.32 

3 

o 

Upgrade Great Brak River MV Network 

4,5 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

33 

0 

0 

0 

66 

0 

0 

100 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Electricity Meter Test Equipment 

F2.33 

3 

o 

Electricity Meter Test Equipment 

17 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

100 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

Electrical Reticulation tor 27 undeveloped erven at 
KwaNonqaOa 

F2.34 

3 

o 

Electrical Reticulation tor 27 undeveloped enren at 
KwaNonqaOa 

2,3 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

38 

63 

88 

100 

0 

Electricity: Qstribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

Replacement of fence at intake SuPstation 

F2.35 

3 

o 

Replacement of fence at intake SuDstation 

6,8,9,10 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

50 

0 

0 

0 

100 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Replacement of switchgear at Inniake Substation 

F2.36 

3 

o 

Replacement of switchgear at Inniake Substation 

6,8,9,10 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

28 

0 

56 

0 

84 

0 

0 

100 

0 

0 

Electricity: Distribution 

GaC3.3.1 

MTID 

MTID 

Efficient Elearicity 

Replacement of 3 X One Ton Balddes 

F2.37 

3 

o 

Replacement of 3 X One Ton Balddes 

17 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

100 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Electncity 

Delivery 

Extension to South Substation 

F2.38 

3 

o 

Extension to South Substation 

6,8,9 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Hstribution 

E.3.1.3 

BSD 

BSD 

Efficient Electricity 

Delivery 

11 kV Overhead line -Lofty Net to Bayview 

F2.39 

3 

o 

11 kV Overhead line -Lofty Net to Bayview 

10 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Replace Ageing Miniature Substations 

F2.40 

3 

o 

Replace Ageing Mlrlaiure Substations 

3,11 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

50 

0 

0 

0 

0 

50 

0 

0 

0 

0 

Electricity: Distribution 

E.3.1.3 

BSD 

BSD 

Efficient Elearicity 

Replace MV Ring Mam Units 

F2.41 

3 

o 

Replace MV Ring Mam Units 

16 

M.Naicker 

100% 

% Compieted 

% 

0 

0 

0 

0 

0 

0 

0 

0 

30 

60 

100 

0 

Electricity: Distribution 

E.3.1.4 

BSD 

BSD 

Efficient Electncity 

Delivery 

Energy Efflcieny £ Demand Side Management 

F2.42 

3 

o 

Energy Efflcieny £ Demand Side Management 

16 

P.Harmse 

100% 

% Compieted 

% 

0 

0 

0 

0 

7 

0 

54 

100 

0 

0 

0 

0 

Elearicity: Qstrlbutim 

E.3.1.5 

BSD 

BSD 

Efficient Elearicity 

Delivery 

Electrificalion Projects 

F2.43 

3 

o 

Electrificalion Projects 

2,4,12 

P.Harmse 

100% 

% Compieted 

% 

12 

0 

0 

29 

46 

61 

78 

96 

100 

0 

0 

0 


)qerational Performance 

Administration 


MFVM 

MFVM 

Financial 

Compllance&Good 

Implementation of internal audit quehes from date 
of final report 


2 

o 

% of queries rectified within months 


Direaor: Elearo 
Technical Services 

80% 

% queries reaified 

% 

80 

80 

.0 

80 

80 

80 

.. 

80 

80 

80 

.. 

80 

Administration 


GGPP 

GGPP 

By-laws and Policies 

Review of by-laws and policies 


4 

o 

M of all policies and by-laws reviewed and updated 

17 

Director: Electro 
Tedinical Services 

90% 

% reviewed and updated 

% 



25 



40 



60 



90 

Administration 


MTID 

MTID 

Safety of work 

Compliance to safety regulations 


2 

o 

Appointment of departmental safety officer and 
compliance with safety requlations 

17 

Direaor: Elearo 
TedinicaJ Services 

100% 

%compiiance 

% 



100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 


GGPP 

GGPP 

Annual Departmental 

SuDmtssion of Annual Report Information 


3 

o 

Departmental Report submitted Dy 30 NovemDer 


Director: Elearo 
Tedinical Services 

100% 

% submitted by Nov 08 

% 






100 







Administration 


MFVM 

MFVM 

Procurement 

Ensure proper procurement praalces 


4 

o 

No of successful appeals against municipality on the 
awarding of tenders. 


Director: Electro 
Technical Services 

0% 

% of successful appeals 

% 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Administration 


MTID 

MTID 

Municipal Manager 
Assignments 

/kssignments from municipal manager 


4 

o 

/kssignmeni Implemented within required timeframes 


Director: Electro 
Technical Services 

100% 

% of assignments addressed 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 


MTID 

MTID 

Co-ord'ed & effive 
Administration 

Average lapse time Detween date allocated on 
Collaborater document flow system and date 
completed should not exceed 10 working days 


2 

o 

% within 10 working days 


Direaor: Elearo 
Technical Services 

95% 

% within required timeframe 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

Administration 


MFVM 

MFVM 

Audit 

Management of audit queries 


2 

o 

% of audit queries completed witnin 30 days 


Director: Elearo 
Tedinical Services 

100% 

% of target achieved 

% 



70 



100 







Administration 


MTID 

MTID 

Departmental 

Management 

Liaison witn Leadership 


2 

o 

Partidpaiion in dierectors meeting 


Director: Electro 
Tedinical Services 

80% 

% Bi-weekiy meetings 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

Administration 


MTID 

MTID 

Departmental 

Management 

Liaison with Leadership 


2 

o 

Meetings with management team per month 


Director: Electro 
Tedinical Services 

80% 

% Bi-weekly meetings 

% 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

80 

Administration 


MTID 

MTID 

Departmental 

Management 

Implementation of Council resolutions 


4 

o 

Items Implemented within required umeframe 


Direaor: Elearo 
Tedinical Services 

100% 

% delivered within required timeframe 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 


MTID 

MTID 

Departmental 

Management 

Development of numan resources 


4 

o 

Guidance and support provided to staff measured Dy 
comDiainis 


Director: Electro 
Tedinical Services 

70% 

% Progress 

% 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

Administration 


MTID 

MTID 

Development of Human 
Resources 

Skills Development 


3 

o 

# of targeted Individuals trained 


Direaor Elearo 
Technicai Services 

8 

# of Individuals trained 

# 






2 



2 



4 

Administration 


MFVM 

MFVM 

Financial 

Compllance&Good 

Survey of all fixed and loose assets for Impairment 
(Idle/oDsolete/broken and usedful life) 


3 

o 

Annual survey o all Fixed and loose assets to determine 
which assets had became idle, broken, replaced, and 
usefull life of assets that will be fully depreciated In next 
financial year. 


Director Electro 
Technical Services 


1 Complete impairment report 

• 


* 











Administration 


MFVM 

MFVM 

Financial 

Compllance£Good 

Updating of Insurance Portfolio witn all new 
capitalised, wrItten-off and redundant assets 


2 

o 

Inform the Treasury Department on a monthly Oasis of all 
assets that had became redundant, was stollen,wfll De 
whiten off and replaced. 


Director Electro 
Technical Services 

100% 

% of changes updated on portfolio 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Administration 


MFVM 

MFVM 

Financial 

Compllance£Good 

Updating annual renewal of insurance Portfolio 


2 

o 

Vanaiion of Insurance portfolio for completeness for all 
Items that must be Insured, missing Items and items to 
be removed from portfolio. (Capital program,Aualons, 
slollen, replaced etc) 


Direaor: Electro 
Tedinical Services 


1 Complete Portfolio 

• 













Administration 


MFVM 

MFVM 

Financial 

Compllance&Good 

SDBIP update -1- Repohing to council, NT, PT and 
IGNITE 


2 

o 

Update of SDBIP on a monthly Oasis by the lOih of each 


Director: Electro 
Tedinical Services 

100% 

Monthly 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Elearicity Distribution 


BSD 

BSD 

Efficient Electricity 

Delivery 

New Electritity Connections 


3 

o 

80% of new connections completed within 21 days after 
date of payment 


Director Electro 
Tedinical Services 

100% 

% connealons within omeframe 

% 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Electricity Distribution 


BSD 

BSD 

Efficient Elearicity 

Delivery 

Power Interruptions restored In accordance with 
(NRS047) 


3 

o 

95% of power interruptions restored witnm 3.5 hrs 
(NRS047) 


Direaor: Elearo 
Technical Services 

70% 

% completed 

% 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

Electricity Distribution 


BSD 

BSD 

Efficient Elearicity 

Improvement of puDlic lighting 


3 

o 

250 fittings replaced 


Direaor: Electro 
Tedinical Services 

250 

# replaced 

# 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

30 

Administration 


BSD 

BSD 

Efficient Electncity 

Delivery 

Implementation of energy efficient program 


3 

o 

Energy losses should not exceed 10% 


HeadiPlannirg 

10% 

Energy losses 

% 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

Electricity Distrlbutioi 


BSD 

BSD 

Efficient Electricity 

Delivery 

Percentage of planned maintenance tasks 
completed 


3 

o 

70% of mainienace tasks completed 


Head:Network Services 

70% 

% completed 

% 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

70 

Administration 


BSD 

BSD 

Efficient Elearicity 

Constituting safety meetings 


2 

o 

Safely meetings conslliuied as per OHSA 


Safety Officer 

95% 

% completed 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

Administration 


BSD 

BSD 

Efficient Elearicity 

Percentage of faulty meters replaced 


3 

o 

Percentage of faulty meters replaced where required 


Head Planning 

95% 

% replaced where required 

% 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

95 

Administration 


BSD 

BSD 

Efficient Electncity 

Delivery 

inspeaion of dangerous Installations 


1 

o 

Arrange 2 Inspections per month 


Head Planning 

24 

nr Inspections 

# 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

Administration 


BSD 

BSD 

Efficient Electricity 

Master planning 


4 

o 

Complete load study of MV Network 


Director Electro 
Technical Services 

1 

Acompleied 

# 
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Line Item (200 chars) 

Vote NumI 

Jul-08 

Aug-08 

Sep-08 

Oct-08 

Nov-08 

Dec-08 

Jan-09 

Feb-09 

Mar-09 

Apr-09 

May-09 

Jun-09 

Property Rates 

56 

51671672.57 

414730.6136 

414730.6136 

414730.6136 

414730.6136 

414689.5278 

414727.8746 

414725.1355 

414725.1355 

414725.1355 

414725.1355 

414715.0299 

Penalties Imposed And Collection Charges 

58 

165070.8626 

160449.4687 

169472.9101 

206260.9349 

196488.2538 

201516.9573 

190606.7089 

207937.4079 

180326.5646 

199640.1125 

189743.9437 

132485.875 

Service Charges - Electricity 

62 

14470874.92 

13374782.49 

15701321.71 

14209440.27 

14748777.19 

16132523.08 

17486147.5 

13488983.43 

15316387.92 

14223019.25 

14844299.69 

16464068.54 

Service Charges - Water 

62 

4615689.641 

6436303.724 

4483609.899 

4928818.893 

4733481.912 

5620122.309 

6764219.782 

5963339.551 

5636691.146 

5365829.666 

5343673.961 

1221379.516 

Service Charges - Sewerage 

62 

42800568.07 

1441742.904 

283549.7043 

372165.0524 

351999.3072 

173353.7093 

340889.1658 

141215.8084 

189452.1195 

205885.3082 

46619.20335 

181765.6486 

Service Charges - Refuse removal 

62 

2316618.161 

3444521.28 

2327798.569 

2328749.804 

2351809.379 

2357322.036 

2356204.442 

2360299.899 

2355221.856 

2375169.228 

2252711.346 

0 

Service Charges - Other 

62 

14457038.35 

3119792.104 

1727412.977 

869362.8597 

722203.7474 

618379.4978 

1195606.296 

666910.9785 

1031708.789 

940514.1675 

596898.5695 

839188.6595 

Rent of Facilities and Equipment 

66 

248444.2267 

656410.8953 

609987.6144 

216920.1468 

291997.8124 

269424.9467 

291151.1559 

303901.0502 

390667.9137 

332324.1789 

236468.7167 

207449.3423 

Interest Earned - External Investments 

68 

1137212.113 

1064906.01 

1094198.965 

1306023.301 

1269081.264 

817907.36 

1230756.197 

1865707.848 

407466.298 

2471509.827 

1592295.657 

6690642.16 

Interest Earned - Outstanding Debtors 

72 

49469.35572 

48995.9156 

48585.97148 

48357.18844 

47996.50155 

47747.61725 

47014.50781 

42052.24378 

42486.05452 

43169.17945 

42993.70115 

42807.76326 

Fines 

76 

278865.7235 

6353.076128 

817827.9827 

272680.1985 

271802.2212 

632840.1369 

340787.8224 

433502.9735 

639373.8644 

453402.4173 

481242.4519 

150721.1315 

Licenses and Permits 

78 

265264.6616 

358701.9386 

341759.6312 

172980.2696 

508415.3352 

328096.498 

256479.8844 

458821.1284 

363593.7959 

217485.6686 

288519.2385 

622081.9499 

Grants & Subsidies Received - Operating 

82 

78850.511 

188450.1212 

2180878.073 

63875.03117 

238329.1935 

4604457.321 

9085512.166 

427078.4375 

51107.54177 

194107.5418 

6719133.646 

19510510.42 

Grants & Subsidies Received - Capital 

83 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

36191600 

Other Revenue 

84 

543945.229 

900515.9001 

888398.2173 

1250679.367 

1223378.548 

1165878.437 

736342.5956 

557541.7962 

744527.0491 

851686.8022 

653545.3321 

23315639.73 

Public Contr & Donated Property, Plant & 

85 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Gains on Disposal Of Property, Plant & E 

86 

0 

0 

0 

14706.61831 

0 

10220.14683 

0 

1874.291205 

23198.94365 

0 

0 

10020000 

Less Revenue Foregone 

88 

-869609.4944 

-870059.8201 

-3764.449613 

0 

0 

0 

-13.46266958 

-109.1755924 

-44.87556525 

-11.21889131 

0 

-113.5031879 

Total 


132,229,974.91 

30,746,596.62 

31,085,768.39 

26,675,750.55 

27,370,491.28 

33,394,479.58 

40,736,432.64 

27,333,782.80 

27,786,890.11 

28,288,457.27 

33,702,870.60 

116,004,942.25 


Line Item (200 chars) 

Vote NumI 

Jul-09 

Aug-09 

Sep-09 

Oct-09 

Nov-09 

Dec-09 

Jan-10 

Feb-10 

Mar-10 

Apr-10 

May-10 

Jun-10 

Line Item (200 chars) 

Vote Numb 

39630 

39661 

39692 

39722 

39753 

39783 

39814 

39845 

39873 

39904 

39934 

39965 

Property Rates 

56 

11555438.46 

8078307.994 

7755344.367 

5051069.154 

1944582.693 

3647911.304 

3541634.144 

3400446.422 

3219646.836 

3116393.973 

2391618.268 

2363961.387 

Penalties Imposed And Collection Charges 

58 

165070.8626 

160449.4687 

169472.9101 

206260.9349 

196488.2538 

201516.9573 

190606.7089 

207937.4079 

180326.5646 

199640.1125 

189743.9437 

132485.875 

Service Charges - Electricity 

62 

13720843.1 

14444963.08 

13920748.5 

13783288.86 

12936086.4 

15291068.29 

14561653.15 

13321321.72 

14228216.31 

14067272.49 

14669299.48 

13536086.62 

Service Charges - Water 

62 

4464298.039 

5244268.135 

4144216.328 

4741673.036 

4438521.96 

6008073.95 

2484309.356 

6695930.827 

5789722.571 

5575075.533 

5751587.82 

1184521.444 

Service Charges - Sewerage 

62 

6106940.683 

6247878.462 

4601345.488 

5111382.754 

1852382.46 

3597712.624 

911188.6155 

3337360.185 

3150078.208 

3217957.719 

2224099.612 

2021083.19 

Service Charges - Refuse removal 

62 

1975239.177 

1985905.677 

1997735.169 

2006683.929 

2038605.837 

2035409.47 

2039295.126 

2168678.984 

2182881.997 

2190636.934 

2587594.699 

1198779.002 

Service Charges - Other 

62 

10218448.07 

813523.369 

2143687.691 

452378.3405 

4695000.217 

1043729.178 

874865.7622 

490505.533 

1787547.787 

93635.54271 

420795.7015 

796219.8123 

Rent of Facilities and Equipment 

66 

248444.2267 

656410.8953 

609987.6144 

216920.1468 

291997.8124 

269424.9467 

291151.1559 

303901.0502 

390667.9137 

332324.1789 

236468.7167 

207449.3423 

Interest Earned - External Investments 

68 

1137212.113 

1064906.01 

1094198.965 

1306023.301 

1269081.264 

817907.36 

1230756.197 

1865707.848 

407466.298 

2471509.827 ve 

official: Strategic Si 

6690132.16 

Interest Earned - Outstanding Debtors 

72 

49469.35572 

48995.9156 

48585.97148 

48357.18844 

47996.50155 

47747.61725 

47014.50781 

42052.24378 

42486.05452 

43169.17945 

42993.70115 

42807.76326 

Fines 

76 

278865.7235 

6353.076128 

817827.9827 

272680.1985 

271802.2212 

632840.1369 

340787.8224 

433502.9735 

639373.8644 

453402.4173 

481242.4519 

150721.1315 

Licenses and Permits 

78 

265264.6616 

358701.9386 

341759.6312 

172980.2696 

508415.3352 

328096.498 

256479.8844 

458821.1284 

363593.7959 

217485.6686 

288519.2385 

622081.9499 

Grants & Subsidies Received - Operating 

82 

78850.511 

188450.1212 

2180878.073 

63875.03117 

238329.1935 

4604457.321 

9085512.166 

427078.4375 

51107.54177 

194107.5418 

6719133.646 

19510510.42 

Grants & Subsidies Received - Capital 

83 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Other Revenue 

84 

241324.9335 

234135.4452 

289489.1623 

298822.885 

305525.3145 

199092.1348 

183511.1157 

242372.6181 

254166.0723 

285267.5717 

269066.2132 

8539330.534 

Public Contr & Donated Property, Plant & 

85 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Gains on Disposal Of Property, Plant & E 

86 

0 

0 

0 

14706.61831 

0 

10220.14683 

0 

1874.291205 

23198.94365 

0 

0 

20000 

Less Revenue Foregone 

88 

-869609.4944 

-870059.8201 

-3764.449613 

0 

0 

0 

-13.46266958 

-109.1755924 

-44.87556525 

-11.21889131 

0 

-113.5031879 

Total 


49,636,100.41 

38,663,189.77 

40,111,513.41 

33,747,102.65 

31,034,815.46 

38,735,207.93 

36,038,752.25 

33,397,382.49 

32,710,435.88 

32,457,867.47 

36,272,163.49 

57,016,057.13 



